





From standard, basic units repetitively manu- 
factured, G.E. can build up factory-assembled 
switchgear, for a station or a system, to carry 
out your most advanced thinking 


Go ahead with your station 
planning or system planning to 
meet any conceivable need: new 
growth; better circuit protection; 
improved regulation, relaying, or 
control. Then ask General Electric 
how far standard switchgear equip- 
ments can go to bring such a 
“‘dream”’ installation into being at 
the lowest investment cost. 

Electric-service companies who 
have made this test have been 
stimulated, rather than limited, by 
the factory-assembled combinations 
that await their choice. In addi- 
tion, substantial savings in design 
cost, in installation cost, and in 
delivery time have been realized. 


A further increase in the value 
you receive for each dollar invested 
in switchgear is bound to come 
with every increase in our oppor- 
tunity to employ repetitive manu- 
facture. May we count on your 
co-operation as our standardiza- 
tion policy is extended to new fields? 
General Electric Company, Sche- 
nectady 5, N. Y. 










THE BUILDER er a 
More time on the basic - 
More production efficiency 


yet STANDARD UNITS throughout 


The following types of G-E switch. 
gear are built by repetitive manu 
facture: 


Metai-enclosed duplex switch- 
boards 

FH cubicles with oil or air breakers 
Metal-enclosed reactor units 
Metal-enclosed cable-entrance 
units 

Metal-enclosed bus-run units 
Metal-clad switchgear 
Low-voltage, metal-enclosed, 
drawout air-circuit-breaker equip 
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Detroit Edison Company has been 
dered by the Michigan Public Service 
“ommission to refund $10,450,000 to its 
ustomers in 22 Southeastern Michigan 
ommunities. The order grants rebates 

o residential, commercial and indus- 
trial customers in Ann Arbor, Detroit 
and suburbs, East Detroit, Lapeer, 
Monroe,.Mt. Clemens, part of Pontiac, 
Port Huron, Royal Oak and Ypsilanti. 

The Commission ordered the com- 
pany to pay the refund before the end 
of 1944, and to continue such practice 
in future years. Declaring that “inas- 
much as war industries contributed, as 
well as residential and commercial cus- 
tomers, to. the production of the rev- 
enue,” the order stated that distribution 
of the savings must be on a uniform 
basis. | 

Under the order, the company’s rates 
are not changed; the money is to be 
paid back as a discount or a bonus, or 
a credit on bills. In 1943, the Company’s 
revenues amounted to $90,575,000 and 
the reduction ordered by the commis- 
sion amounts to approximately 11 per- 
cent. 

In commenting on the order, Prentiss 
M. Brown, chairman of the board of 
the Detroit Edison Co., said that the 
action was “a serious concern to our 
company, our employees and our cus- 
tomers,” and added that the Commis- 
sion must have assumed that the City of 
Detroit’s utilities excise tax was invalid. 





Detroit Edison Co. Refund 
of $10,450,000 Is Ordered 


ichigan Public Service Commission Rules That Rebates Must Be Made 
Before End of 1944—Prentiss M. Brown, Company Chairman, Points Out 
Difficulties Brought About by City Utilities Tax—Rates Remain Same 


Pointing out that the City sought still 
another $10,000,000 of the company’s 
revenues through its utilities excise tax 
—the ordinance imposing the tax is now 
in court litigation—the chairman said: 

“As it now stands by reason of the 
commission’s decision, the city and the 
rate payers both take the money, some 
$10,000,000 each, unless the city tax is 
declared invalid. We do not as yet 
know what the courts will do with it,” he 
added. 

“Simply stated,” Mr. Brown declared, 
“we have this $10,000,000 and there 
are three claimants for it—the rate 
payers, the city and the federal govern- 
ment. If the rate payers get it or the city 
gets it, the federal government will not, 
but although there is only ten million 
dollars as it now stands, the rate payers 
get it as a refund and the city demands 
it by an excise tax. 

“This is an intolerable situation, and 
Detroit Edison will use every means to 
prevent this injury to its property and 
consequent damage to its service to cus- 
tomers.” 

Commission Chairman Gilbert T. 
Shilson said that ten other utility com- 
panies had been ordered to report cur- 
rent financial positions by September 15 
so that the commission might decide 
whether they, too, faced federal excess 
profits taxes which might be returned to 
their customers. 

The electric power companies or- 
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dered to submit the information include 
the Consumers Power Co., Alpena 
Power Co., Cliffs Power & Light Co., 
Indiana & Michigan Electric Co., Wis- 
consin-Michigan Power Co., Houghton 
County Electric Light Co. 

In 1945, the Commission ordered, the 
Detroit Edison must adjust its bills pe- 
riodically so that there will be no excess 
profits taxes due at the end of the year. 

In ordering no rate reduction, the 
Commission asserted the Company's 
profit of 4.68 percent was “reasonable 
under war conditions.” Commissioner 
Florence M. Kiely concurred in the 
opinion but filed a supplemental state- 
ment asserting she did not believe the 
rate of return was sufficient. She said 
she concurred only because elimination 
of the excess profits taxes meant the 
Detroit Edison’s actual profits were re- 
duced only half of one percent. 


Company Loses $1,500,000 


The order gives back to the customers 
$9,000,000 which would have gone to 
the federal government in excess profits 
taxes and $1,500,000 which the Com- 
pany planned to set aside in a special 
post-war fund. Culmination of several 
years of litigation, the order resulted 
from the State Supreme Court’s reversal 
of the commission’s previous refusal to 
reduce Detroit Edison rates at the re- 
quest of the City of Detroit. 

The Supreme Court held the commis- 
sion must determine whether excess 
profits taxes properly were charged to 
operating expenses in computing rates. 
Pointing out that the company is en- 
titled to retain 14.5 percent of all in- 
come falling within the excess profit tax 
bracket, the commission said that in- 
come was necessary to a fair return on 
the company’s investment. 

The commission’s order stated that 
the Company must be allowed a fair 
rate of return, and if this involves pay- 
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ing excess profits taxes, then such tax 
must be provided. 

In disallowing the $1,500,000 post-war 
fund which permits the Company to 
escape the $9,000,000 in tax liability, 
the Commission held it is worked out 
thusly: 

Approximately every $7 taken from 
the gross revenue means, under the 
excess profits formula, that the U. S. 
Treasury Department loses $6 and the 
Company one dollar from the net rev- 
enue. If the dollar is essential, the com- 
pany must be permitted to collect $7 
and pay the $6 tax under the ruling. 
But by finding the $1,500,000 not essen- 
tial, the necessary revenue can be re- 
duced $10,450,000 in the present case. 

The refund in 1944 will give the 
company $80,125,000 gross revenues 
against $66,852,315 expenses and will 
provide a net return of $13,272,684. 
This is a 4.68 percent return on a rate 
base of $283,315,322. It is sufficient to 
permit payment of interest obligations 
and six percent dividend on common 
stock. 


Hetch-Hetchy Surplus 
Grows as Plant Closes 


The situation San Francisco has been 
unhappily anticipating, the shutting 
down of Defense Plant Corp’s River- 
bank, Calif., aluminum plant and con- 
sequenty loss of a $2,400,000 a year 
Hetch Hetchy power customer, material- 
ized early in August at a time when no 
definite plan for disposal of the annual 
525,000,000 kw.-hr. had been evolved. 

San Francisco’s notification of the 
shutdown came almost by accident from 
the plant’s manager, rather than from 
official Washington sources, and in vio- 
lation of a power contract clause calling 
for 30 days notice of cancellation. 

Though city and Pacific Gas and Elec- 
tric Co. officials had been working for 
several weeks on a plan to market the 
electrical energy within the confines of 
the Raker Act, which forbids sale of 
power by the city to anyone but direct 
consumers, no technically perfect solu- 
tion had been announced. 

While protesting the violation of con- 
tract terms, Mayor Roger D. Lapham 
stated he might go to Washington to 
confer with Secretary of the Interior 
Harold L. Ickes regarding plans for per- 
manent disposal of the power. 

At the same time, Utilities Manager 
E. G. Cahill was working on a deal with 
the P.G. and E. whereby the private 
utility would buy all of the power until 
August 28 when a federal court injunc- 
tion enforcing the Raker Act becomes 
effective. 


THIS WEEK'S NEWS BRIEFS 





PRICES HAVE COME DOWN since World 
War I, at least prices of electric light 
bulbs. The 60-watt bulb that sold in 
1918 for 35 cents now costs 10 cents, 
the 100-watt bulb that sold for $1.10 is 
now 15 cents, and the 200-watt clear 
bulb that sold for $2.20 is now 27 cents; 
besides the quality of the bulbs has been 
greatly improved. 


“ONLY A GASKET” is the title of a new 
16-mm. Kodachrome film with sound 
effects by Lowell Thomas which has 
been released by the Goetze Gasket & 
Packing Co., Inc., New Brunswick, N. J. 
The 35-minute film shows the research 
and manufacturing facilties employed 
by the industry. Showings may be ar- 
ranged by writing to the company. 


AMERICANS IN ItaLy needed both 
electric power and lights. A sergeant and 
a communications officer built in a few 
days a plant supplying 110-volt current 
from an old Italian generator, a Ford 
V-8 truck engine, parts of an English 
armored car, a truck frame and a few 
bits of smaller equipment. 


Rep SEAL INSTALLATIONS in Vancouver 
have greatly increased and reflect the 
boom in residential construction in the 
Canadian city. R. Hall, secretary-man- 
ager of the Electrical Service League of 
British Columbia, reports that contrac- 
tors are finding it increasingly easy to 
convince builders of the wisdom of mak- 
ing the most modern type installation 
possible with material available. 


Hewerserc Horer, Jackson, Mis 
has closed its own generating plant and 
is now buying all of its power from 
Mississippi Power & Light Co. The hote| 
was remodeled in 1941, and two steam. 
engine driven units and a steam turbine. 
driven air conditioning unit were jp. 
stalled. However, finding it difficult 1) 
maintain voltage sufficient to meet de. 
mand the hotel since 1943 has been ger. 
ting part of its power from the M. P 
& L. Co. 


War DEPARTMENT'S PENTAGON build. 
ing in Washington used 105,840,000 kw. 
hr. of electricity in 1943 at a cost of 
$888,244. This amount of current woul 
supply a city of about 100,000 populs. 
tion. 


WitH sHIPMENT of the 100,000th tur. 
bo-supercharger produced in Genera] 
Electric plants, the company has given 
Uncle Sam’s fighting planes the means 
of recovering at high altitudes, 92,000. 
000 hp., more than 66 times the power 
generated at Boulder Dam, or almost 
twice the output of the entire nation’s 
steam power plants combined. 


A UTILITIES CENTER housing offices of 
all utilities operating in Jacksonville, 
Fla., has been proposed as a part of the 
post-war civic center. 


NEARLY 2 MILLION CUSTOMERS are get: 
ting the four-page roto quarterly. 
“Greater Service News,” published by 
the Consolidated Edison Co. 








GIANT TRANSFORMERS—Three 15.000 kva. auto-transformers have been installed 


at the Newport substation of the Arkansas Power & Light Co. to utilize power from 


the Norfork Dam in North Arkansas, 


Power is stepped down from 154,000 to 


110,000 volts. ‘Size of the transformers may be gathered from comparison with 
Construction Superintendent. Jimmie McCammant, standing in foreground. Each o 
the transformers contains about a railroad tank car of oil 
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negotiation Forms 
Are Sent to Utilities 


irst forms seeking billing data from 
tric companies holding contracts not 
mpt from statutory renegotiation un- 
provisions of the 1943 Act have been 
iled to about 100 utilities by the 
my’s power procurement officer, but 
ulations under which renegotiation 
be carried out have not been 

ally approved. 

feanwhile, Maj. George P. Stein- 

for seven years chief engineer 

the Wisconsin Public Service Com- 
ssion, has been appointed Deputy 
wer Procurement Officer, replacing 

Col. Louis C. McCabe, who has 
en transferred to a new assignment. 
he new form is to be sent to com- 
nies reporting war power contracts 
ich produced $500,000 in revenue 
ring a fiscal year ended after June 30, 
43, and which are not specifically ex- 
pted. It does not constitute the be- 
pning of renegotiation under the act 
t is designed to aid in screening out 
se contracts which, while liable to 
egotiation, are deemed not to re- 
ire it. 
Required information includes de- 
and, in kw. or kva.; energy in kw.-hr. 
nd and power factors; demand 
arge; energy charge; fue] and other 
justments; gross bill; discounts; net 
|; average price per kw.-hr., facility 
t credits and schedule designations 
der which bills are rendered. 
This information is sought by months 
d by contracts liable to renegotiation 
d is to be submitted in triplicate. Also 
quested is the minimum bill, total ad- 
ncements for facility costs, and ad- 
inces unrefunded as of the date of the 
st bill shown. It is to be filed with the 
ar Department Power Procurement 
icer within 30 days of receipt. 
his information also will be used by 
Federal Power Commission in its 
iew of electric service contracts un- 
r the President’s “Cheapest Power” 
ective of October, 1942. 


pokane Citizens to Vote 
on Franchise Renewal 


oters of Spokane, Wash., will ballot 
thin one year on the question of re- 
ving the franchise of the Washington 
ater Power Co. which expired on 
Uy 31 after being in effect for 50 years. 
the meantime, the company will con- 
ue to furnish service paying the city 
P percent of its gross revenues at the 
¢ of $100 a day. The adjustment will 
made zt the end of the year. 
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Power Projects Planned 
for Colorado River Area 


Arizona and Reclamation Department Officials Confer on $640,000,000 
Undertaking—Generating Stations Proposed tor Marble Gorge, Bridge 
Canyon, and Lake Havasu—R. Baker New Arizona Project Engineer 


Plans for diverting upwards of 2.- 
000,000-acre-ft. of Colorado river water 
into central Arizona with an attendant 
power development estimated as 12,- 
000,000,000 kw-hr. annually moved a 
step forward as the outcome of a series 
of federal-state actions in Phoenix, the 
state capital, in late July and early 
August. 

The actions were: 


1. Gov. Sidney P. Osborn and Comm. 
H. W. Bashore of the U. S. Bureau 
of Reclamation signed a contract mak- 
ing Arizona and the Bureau partners 
in a preliminary survey of the esti- 
mated $640,000.000 reclamation and 
power development undertaking. 

2. In accordance with the terms of 
the contract which provides for Arizona 
being represented on all reclamation 
studies by an engineer of its selection 
R. Gail Baker, former assistant chief 
engineer and superintendent of the 
Salt River Valley Water Users Asso- 
ciation. was selected as the state’s 
project engineer. Mr. Baker at one 
time was also city engineer of Phoenix. 


Will Make Joint Survey 


3. A two-session meeting of a U. S. 
Senate subcommittee on irrigation and 
reclamation was held for the purpose 
of assembling data on three major de- 
velopments that engineers have decided 
upon as being the most feasible for 
carrying out the proposed undertaking. 
The joint survey to be undertaken in 
the early future by engineers of the 
Reclamation Bureau and the state of 
Arizona is expected to determine which 
of the three proposed projects would 
be the most practicable of undertaking. 

The projects as described by E. B. 
Debler of Denver, director of project 
planning for the Reclamation Bureau, 
with comparative costs and production 
figures for each, are: 


1. A high dam in Marble gorge 3614 
miles’ below Lee’s Ferry, and above 
Grand Canyon National Park; a 139- 
mile tunnel to a point on the Verde 
river near Camp Verde, and a series of 
dams along the Verde for stream regu- 
lation and power development. Cost 
of the project. exclusive of the cost 
of Marble Gorge dam which the Ree- 





lamation Bureau plans to build for 
power development anyway, was esti- 
mated at about $487,000,000. 

2. A high dam at Bridge canyon 
at the head of Lake Mead, a 72-mile 
tunnel to Sacramento wash, an 82- 
mile tunnel from Sacramento wash to 
the 400,000-acre-ft. reservoir site on 
Cunningham wash near Parker and an 
180-mile canal from that point to 
Granite Reef dam. Cost of this project 
was fixed at about $325,000,000, ex- 
clusive of that of Bridge Canyon dam, 
which is also planned as a power de- 
velopment. 

3. Pumping plant on Lake Havasu to 
lift the water 1,040 ft. into a canal 
that would carry it to the Cunningham 
reservoir site, then an 180-mile canal 
to Granite Reef. This project would 
cost in the neighborhood of $134,000,- 
000. 

Describing the merits of the three 
projects, Mr. Debler said that power 
generated by the Marble Gorge de- 
velopment would be worth about $28,- 
450,000 annually; that of the Bridge 
Canyon project about $23,875,000 a 
year, and that of the Lake Havasu 
project about $22,235,000. 

Members of the subcommittee hold- 
ing the hearings were Senators Ernest 
W. McFarland, Arizona, Charles A. 
Hatch, New Mexico, and Chan Gur- 
ney, South Dakota. 


Electric Utilities Get High 
Priority for Truck Tires. 


Electric utilities have been put in 
the highest priority group for new truck 
tires under an essentiality list of users 
of heavy and medium duty tires which 
are critically scarce. 

The list, drawn up by the Office of 
Defense Transportation at the request 
of WPB, lists all users in six classes 
and divides uses to which such tires 
are put into three classes. Electric 
utilities are rated in class 1 for off- 
highway and over-the-road commercial 
operations and wholesale local service 
operations. They were given no rating 
for retail local service operations. 

Users of tires in connection with 
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repairs of non-portable appliances were 
rated 2B in each service division. 
Users in connection with repair of 
portable appliances rated lowest, class 
5, for each service division. 

Preference is conditioned, among 
other things, on conservation practices, 
urgency of need for a tire, opportunity 
for diversion to other carriers and 
availability and feasibility of using 
lower grade rubber or _ recapping. 
Priority ratings assigned generally may 
be withheld where diversion is feas- 
ible, where operations will permit use 
of lower-grade or recapped tires and 
where a similarly-rated user has greater 
need. 


Utah State Seeks Funds 
for Transmission Research 


Assurance that the Office of Produc- 
tion Research and Development, an ex- 
ecutive agency, is giving consideration to 
an application of Utah State Agricul- 
tural College for funds to advance the 
development of a new transmission de- 
vice was given recently by Senator 
Thomas (D., Utah) on his return to 
Utah from Washington, D. C. 

The device is for transforming rotary 
motion of rectilinear reciprocating mo- 
tion or vice-versa. Sponsors of the de- 
vice believe that with its full develop- 
ment it would be possible to operate 
many types of agricultural machinery 
at increased speeds with a maximum 
vibration and with no more wear than 
under present speeds. 

Heads of the college recently made ap- 
plication for $45,000 to help finance a 
year’s research leading toward prac- 
tical application of the principle. 


Al-Mg Cutbacks Conserve 
Fuel for Power Systems 


Three further cutbacks in the pro- 
duction of aluminum and five in mag- 
nesium have brought important new 
fuel savings to electric systems serving 
these loads on the Atlantic and Pacific 
coasts, Texas, Ohio and Nevada, WPB 
figures showed this week. 

New aluminum cutbacks, added to 
previous reductions which saved con- 
siderable coal in the New York City 
area, were effected at Burlington, N. J., 
where the one potline remaining in op- 
eration was shut down, saving 17,500 
tons of coal monthly, at Los Angeles 
and Riverbank, Cal., where production 
was reduced by 9,000,000 pounds 
monthly, saving 63,000 barrels of oil 
each month. The Burlington cutback 
leaves only the Massena, N. Y., plant 
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FOUR PIONEERS—In front of the historic old statehouse in Little Rock, Ark., ar 
these veteran utility men, left to right: B. C. Fowles, who helped construct one o 
the nation’s earliest generating plants at Philadelphia and retired manager, atte: 
40 years service, of the Russellville district of the Arkansas Power & Light Co; 
O. A. Jennings, retired commercial manager and vice-president of the Oklahoma 
Gas & Electric Co.; C. J. Griffith, who retired several years ago as vice-president 
of the Arkansas Power & Light Co. after having been in the utility business since 
1882, and L. Garrett who at 78 is still secretary of Arkansas Power & Light (Co. 


making aluminum along the east coast, 
and its base energy demands are met 
from hydro capacity. Every effort is 
made in cutting back aluminum produc- 
tion to save as much fuel as possible, 
and relatively little aluminum is being 
made with steam-fired energy today. 

The five magnesium cutbacks, total- 
ling 7,517,000 pounds monthly, affect 
plants at Marysville, Mich., where 
22,700 tons of coal per month will be 
saved; Velasco, Tex.; Lukey, 0O.; 
Spokane, Wash., and Las Vegas, Nev. 
Spokane and Las Vegas plants were 
served essentially by hydro capacity 
but manpower savings were principally 
at stake in locating cutbacks in the 
magnesium program. 


Arkansas Utilities Merge 


Merger of three utilities with the 
Empire District Electric Co. of Kansas 
has been approved by the Arkansas 
State Utilities Commission. 

Chairman Marvin Hathcoat said the 
commission had given authority for the 
Benton County Utilities Corps the 
Ozark Utilities Co., and the Lawrence 
County Water, Light and Cold Storage 
Co. to Consolidate with the Empire 
firm which will mortgage its Arkansas 
properties and sell $10,600,000 first 
mortgage bonds bearing 31% percent in- 
terest and maturing in 1969. 


ELECTRICAL WORLD @ August 12, !9 


Renegotiation Suit Set 
for Trial on September 


Denying a summary judgment agains 
the Lincoln Electric Co., Cleveland. 
three-judge Federal Court ordered 
trial on its merits, September 27. a sui 
in which the company seeks to preven 
the government from collecting $3.25), 
000 claimed as excess profits. 

The court in a memorandum opinia 
declared, “The plaintiff should be give 
the opportunity of proving its case. 4 
the case of the constitutionality of t 
act of Congress should be briefed am 
argued.” 

At the same time the court declart 
the firm had no case “if the Renegot 
tion Act is in all respects valid.” 

The company had denied it had oe 
any excess profits on government WORE 54 
and questioned validity of the Reng. 
tiation Act, particularly prior to amet 
ments of last February. 
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Although members of the Jacks 
ville, Ill., utility board have urged u 
purchase of the electric distribut’ 
system of the Illinois Power Co.. 4 
city council has refused to pass ™ 
ordinances to make the purchase p* 


sible. 
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‘basco Plans Entry 


Into Other Services 


Electric Bond & Share Co., one of the 
ost vulnerable of the holding compan- 
; to regulations laid down by the Se- 
Lrities and Exchange Commission un- 
r the provisions of the Public Utility 
olding Company Act of 1935, is not 
sly going to stay in business but will 
co enter other fields of enterprise. 
This information was given to stock- 
niders in the concern’s financial re- 
orts for 1943 and the first six months of 
DH. 
Once the numerous requirements of 
e Holding Company Act are met, C. E. 
roesbeck, chairman, and S. W. Mur- 
y, president, informed the stockhold- 
s, the company plans to devote its as- 
ts of capital and skilled manpower to 
he “creative task of producing goods 
d services for the public. jobs for 
en, and earnings for the company’s 
ockholders.” 
Pointing out that skilled business and 
hnical men in combination with 
SB. pital will be at a premium in the post- 
ar world, the two executives said, 
Ehasco Services, Inc., a wholly owned 
bsidiarv of Bond and Share, possesses 
skilled technical, research and operat- 
g staff of some 550 trained people, 
iompetent to serve effectively in the va- 
fous functional segments of business 
tivity. both in the United States and 
her countries. It is planned that this 
rganization not only continue to sell its 
ide range of services to public utility 
pmpanies, but also to other types of 
usiness, both in this and foreign coun- 
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ommercial Type Motor 
Reports Due Quarterly 


WPB will require users of commercial 
pe electric motors to report quarterly 
n their past usage and future require- 
ents under a plan established to as- 
ure more equitable distribution of these 
otors. Under an amendment to Order 
‘44, persons using more than 450 frac- 
onal horsepower motors or 75 single- 
hase integral horsepower motors will 
ot be allowed to receive new motors un- 
Ps reports are filed. 
WPB, meanwhile, is continuing its 
tvey to determine when production 
cilities for these motors will again be 
‘ailable. Some easing of the supply of 
actional horsepower motors may be 
ticipated shortly since a small reduc- 
on in the production of aircraft was 
cently ordered. The availability of 
mall motors, however, will not be as 
reat as might be expected, for no cut- 
acks in heavy bombers have been made, 


and it is these craft which use most of 
the fractional motors. 

The L-34 amendment requires that 
distributors who receive motors allotted 
on form WPB-547 distribute them for 
replacement uses and. to farmers, as pro- 
vided for in priorities regulation 19. 


West Palm Beach Amends 
Tax Not Yet in Effect 


West Palm Beach, Fla., which re- 
cently passed an ordinance calling for a 
10 percent tax on all utility bills up 
to $75, has already amended the 
ordinance which does not go into effect 
until September 1. Under the amend- 
ment there will be a 10 percent tax 
on the first $25 of each bill, a 5 per- 
cent on the next $50 and 1 percent on 
the remainder. The change will put an 
increased burden on commercial and 
industrial users and was brought about 
by pressure exerted by the domestic 
consumers. 


Pension Plan Is Approved 


A pension plan calling for payments 
up to a $60 a month with social security 
benefits included has been approved by 
the board of directors of the South 
Carolina Power Co. The plan when ap- 
proved by stockholders and regulatory 
bodies is to be effective as of July 1. 
Retirement age under the plan is 65 for 
men and 60 for women. 


P.S.C. Attacks Own 


Power Sales Plan 


Wisconsin Electric Power Co. 
Explains “10 for 1” Origin 


An order by the Wisconsin Public 
Service Commission in January, 1935, to 
all electric utility companies in the state 
ordering them to show cause why they 
should not institute “bargain” methods 
of selling electricty was the origin of the 
“10 for 1” plan of the Milwaukee Elec- 
tric Co. which is now under attack by 
the commission on the grounds that it 
is illegal and discrimatory. 

James D. Shaw, attorney for the com- 
pany which is controlled by the Wiscon- 
sin Electric Power Co., made this charge 
following a hearing of the commission 
at which the company made counter- 
proposals to an order by the commission 
to discontinue the “10 for 1” plan by 
August, 1946, partly on the grounds that 
it requires some customers to pay more 
than others for the same amount of elec- 
tricity. 

The utility’s proposals call for a re- 
duction of 1%4 cent a kw.-hr. in the first 
50 kw.-hr. used in homes, 14 cent a kw.- 
hr. in the first 250 kw.-hr. used in com- 
mercial places and about 14 cent a kw.- 
hr. in the amount over 200 kw.-hr. used 
on farms. 

The company also proposes to in- 
crease the “floor rate” under the “10 
for 1” plan under which the rate per 
kilowatt-hour averages out to a diminish- 
ing figure as consumption increases. The 


BIG BATTERY LINE—Batteries for 45 of the 80 lift and hoist trucks at the Army 
Arsenal, Benicia, Calif.. can be charged simultaneously on this assembly line thought 


to be the largest in the West. 


Three Westinghouse synchronous motor-generator 


sets of 75 Kw., each, automatically controlled. supply the direct current to charge 


the batteries 
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minimum to which it may go is 1 cent a 
kw.-hr. The utility now proposes that the 
minimum be raised to 114 cents a kw.-hr. 
for the three months starting with the 
date of acceptance of the modifications 
by the commission, 144 cent a kw.-hr. 
for the next three months, 134 cent for 
the third three months and 2 cents there- 
after. New customers under the plan 
would be prohibited, and infrequent us- 
ers would be dropped. 

The changes, Edward H. Schmidtman, 
assistant research engineer for the com- 
pany, testified at the hearing would in- 
crease the company‘s revenues $110,000 
a year while the reduction in regular 
rates would decrease the revenue $270,- 
000 a year, making the loss to the com- 
pany, $160,000 a year. 


Madison Light Is Resold 
to Former Local Owner 


Louisville Gas & Electric Co., which 
in 1924 purchased the Madison Light 
& Power Co., then owned by Madison, 
Ind., interests, has resold the company 
to a syndicate of local business men at a 
price indicated to have been around 
$600,000. Approval of the transaction 
by the Securities Exchange Commission 
is expected, as the Madison company 
was one of which the Standard Gas & 
Electric Co., parent of the Louisville 
Co., had been ordered by SEC to divest 
itself. 

Marshall F. Tennis, who has been 
manager of the company for 32 years 
and who with his brother was co-owner 
until the 1924 sale, is one of the eight 
syndicate members and will retain his 
position. Robert A. Yunker, president 
of the Pearl Packing Co., is head of the 
group. About ten other business men 
will be added. 

The company operates in Jefferson 
County and in parts of Scott, Jennings, 
Clark, and Ripley Counties in Southern 
Indiana. The concern is an outgrowth 
of a municipal utility promoted in the 
1880’s when the city was lighted by gas 
lamps. 


To Issue Preferred Stock 


The Montana-Dakota Utilities Co., 
Minneapolis, has been authorized by 
the Federal Power Commission to issue 
20,8944 shares of 5 percent preferred 
stock of $100 par value for the purpose 
of redeeming the company’s outstanding 
$1,950,000 of 34% percent notes due seri- 
ally at the rate of $390,000 for five years 
beginning March, 1946, and of redeem- 
ing $390,000 of 24% percent notes due 
March 15, 1945. The stock will be of- 
fered to the public at $99 a share. 


Utility Wants $20,000 
Seized for U. S. Taxes 


A fresh effort is being made by the 
Associated Electric Co., successors to 
the old Kentucky-Tennessee Light & 
Power Co., Bowling Green, Ky., to re- 
cover $20,000, in a suit filed in Federal 
Court at Louisville. The company con- 
tends that the money was seized by the 
Internal Revenue Collector, Seldan R. 
Glenn, Louisville, from Henry Fitch, 
former president of Kentucky-Tennessee 
Light & Power, for evaded income 
taxes, when it belonged to the company, 
which holds a judgment of $176,000 
against Fitch based on coal rebates he 
accepted while buying coal for the com- 
pany. 

It was covering up these rebates made 
to Fitch on company purchases, that 
got Fitch into trouble over income 
tax violations. The Nashville Coal Co., 
of Nashville, Tenn., was also involved 
in the trouble over having made re- 
bates to Fitch on coal sold to the com- 
pany, but its litigation was adjusted 
some time ago. 

Fitch claims to be insolvent, and the 
Associated Electric has been unable to 
collect its judgment but contends that 
the $20,000 involved is part of the 
rebate money and that the company is 
entitled to it. 

Last February the court threw out 
a similar action brought by the com- 
pany, Glenn contending that the money 
had been paid into the Federal Treas- 
ury on Fitch’s income taxes. However, 
the new petition contends that Glenn 
had no right to pay to the U. S. Treas- 
ury department money that Fitch had 
no right to pay over to Glenn, as it was 
actually the company’s property. 































Electric Iron Prices 
May Reveal Policy 


Pricing policies for electric appliancg 
manufactured under the gradual recon. 
version program now going into eff, 
will probably be foreshadowed rath, 
accurately in the forthcoming order 
pricing of electric irons now being map. 
ufactured. 

Initial pricing is expected to be rigg, 
ous, relaxing as war production cy. 
backs allow broader expansion of ciyj). 
ian production. Office of Price Adminis 
tration hopes to taper off its price cop. 
trol rigidity in line with the availabjjii, 
of scarce civilian goods. 

One of the principal problems ap 
pears to be that of getting sufficiex 
production of low-cost goods out of man. 
ufacturers enticed by the greater retum 
available in higher-cost articles. (P4 
has discussed with WPB the possibility 
of spreading its contract cancellation 
among low-cost and high-cost produ. 
ers and among manufacturers of low-cos 
and high-cost goods so as to insure ade. 
quate production of the former. Under 
normal cutback policy, high-cost produc 
ers would be the first to be cut back. 
everything else being equal. There ar 
some indications that OPA might x 
willing to raise profit margins on lov. 
priced goods while holding down mar 
gins on high-priced material just to stim 
ulate production of the former. 

OPA’s principal concern is that oi 
consumer price. On this basis, manufac. 
turers may find themselves required to 
absorb price increases on components 
where they can do so without financial 
harm. Manufacturers of fractional 
horsepower motors for washing m 
chines, for example, proclaim their 





Cost of 250 Kilowatt Hours (Avenace AESIDENT-) 
--at PULD. Rates: eat 


-©at WWP Rate- 


PUD CURRENT COSTS MORE as the above chart, which appeared in an advertise 
ment of the Washington Water Power Co., a tax-paying business enterprise, show’ 
The ad was published to show voters that Referendum 25, which if carried would 
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give Public Utility Districts greater privileges, would give the consuming public no! Ba . 


lower but higher electric bills 
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;nability to turn out motors for prewar 
prices, around $4, and say they need 
shout $6. Indications are that in such 
ases, OPA would not hesitate to grant 
he increase if it could be absorbed at 
ome point before the ultimate con- 
umer. 

One suggestion for absorption is in 
Jessened sales expenses. It is felt that 
the general clamor for goods which have 
‘heen out of production for several years 
will obviate the need for much sales ex- 
Inense, thus allow absorption of compon- 
pnt increases. 

























































Old Wiring Causes 
Jacksonville Failure 


a Faulty installation of electrical cir- 
PA uits done 16 years ago at the city power 
ity Pant plus lightning were given by City 
Jtilities commissioner George A. Pierce 
las the reasons for the power failure at 
acksonville, Fla., over the week-end of 
uly 29. 

The breakdown, called the most seri- 
ous in the history of the city, occurred 
about 1 p.m., Saturday, July 29. There 
as no power for the next two hours and 
only weak and intermittent power until 
late the next day. The breakdown closed 
nearby shipyards, four radio stations, 
motion picture theatres, many stores 
and caused serious difficulties in homes. 
Mr. Pierce told a special committee 
f the city. council which is investigating 
he operation of the power plant and 
he city’s “tie-in” agreement with Flor- 
da Power & Light Co. that a new boiler 
has just been installed and will be in 
pperation shortly. This will make posi- 
sible the production of from 15,000 to 
17,000 kw. additional. In addition he 
blamed the War Production Board for 
urning down pleas of the city for 
ther needed generating equipment. 
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daho Power Co. to Take 
Over 4 State Systems 


Idaho Power Co. has been authorized 
by the Federal Power Commission to 
herge its facilities with those of the 
vest Coast Power Co., located in Idaho. 
West Coast properties, which would 
0 to Idaho Power Co. for $685,000 sub- 
ect to certain adjustments, comprises 
our separate systems consisting of six 
mall power plants and about 413 miles 
f electric transmission and distribution 
ines which serve some 3,200 customers 
Cascade, Hailey and 13 other com- 
hunities. Two of the systems are inter- 
onnected with the Idaho system, and 


he = two will be connected after the 
purchase, 
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Bonneville Power Saves 
Northwestern Co. Fuel 


That the Northwestern Electric Co. is 
saving some 10,000 barrels of oil and 
57,000 units of hog fuel in the next two 
months by getting about one million 
kilowatt-hours of power daily from the 
Bonneville Power Administration is the 
estimate of Administrator Paul J. Raver, 
who said an emergency temporary con- 
nection was made west of the J. D. Ross 
substation near Vancouver, Wash. 


Will Sell Gas Properties 


Metropolitan Edison Co. is going out 
of the gas business if negotiations now 
being carried on are completed. United 
Gas Improvement Co., Philadelphia, 
and a number of its subsidiaries are 


involved in the deal which is awaiting 
the approval of the Pennsylvania Public 
Utility Commission and the SEC. All 
of the properties are in Eastern Pennsy]- 
vania. 


Argentina Seizes Paper 
for Opposing Utility Steal 


Argentina, where three American 
electric utility companies have been 
expropriated within the last year, has 
now expropriated the “Diaro,” leading 
newspaper of Parana and of the Entre 
Rios District. The paper was charged 


with having defended the utilities of 
the province in compensation for their 
advertising and of opposing “the policy 
of the recuperation of public services 
initiated by the national revolution.” 





LAST OF PORTLAND’S ARCS—Magnetite arc lights of a type first installed in 1904 
in the Oregon city have been replaced by incandescent lights. The replacement 
job began over ten years ago, and nearly 5,000 lights were involved. Veteran 
lamp trimmers of the Portland General Electric Co., John Heisler (left), holding one 
of the arc lamps, and C. J. Snyder completed the work. Heisler with 35 years in 
service and Snyder with 41 used a horse and cart when they first made their 
rounds; they estimate that they have completed 1,000,000 trims 
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4 Private Companies 


Say Ark-La Is No Coop 


Arkansas DPU Asked to Take 
Control and Regulate Cooperative 


Arkansas-Louisiana holding com- 
pany cooperative “masquerading in 
Arkansas as a non-profit corporation” 
for the purpose of escaping regulation 
and state and federal taxes, four busi- 
ness managed Arkansas electric com- 
panies charge in a brief filed before the 
Arkansas Department of Public Utili- 
ties seeking to have the Ark-La coop 
placed under the DPU’s regulation. 

“If a corporation like the defendant 
may be organized for the purpose of 
building and operating a vast electric 
empire, as contemplated by the defend- 
ant, and, if it is permitted actively to 
compete with plaintiffs, unrestrained by 
law or regulation, while the plaintiffs 
are subject to both, public regulation 
will become a sham and delusion and 
law-abiding utilities will be placed in 
direct competition with, and at the 
mercy of outlaws,” the brief charges. 

The brief was filed by P. A. Lasley. 
formerly special counsel for the Arkan- 
sas Department of Public Utilities, in 
behalf of the plaintiffs, Arkansas-Mis- 
souri Power Corp., Arkansas Power & 
Light Co., Southwestern Gas & Electric 
Co., and Oklahoma Gas & Electric Co. 


Louisiana Laws Lax 


Ark-La was incorporated in Louisiana 
—with five Louisiana and five Arkansas 
coops as members—where the law al- 
lows sale to anyone, anywhere. In 
Arkansas cooperatives may serve only 
members not then receiving “central 
station” service and operations must be 
confined to rural areas. Using tax 
money obtained from the Rural Elec- 
trification Administration, Ark-La built 
a $5,000,000 transmission line to serve 
the Jones Mills aluminum plant at 
Lake Catherine, Ark., with power pur- 
chased from Grand River Dam. 

The brief points out that Ark-La sup- 
plied power to Defense Plant Corpora- 
tion for the aluminum plant for 17 
months before DPC became a member. 
It was not until several months after 
the four business-managed companies 
filed their petition with the DPU seek- 
ing to have the holding company co-op 
declared a utility and subject to regu- 
lation, that Defense Plant Corporation 
was taken into membership. The brief 
also says that a copy of the minutes 
of Ark-La shows that its by-laws were 
amended “so as to bring them into 
conformity with the special conditions 


set forth” in the application of DPC for 


membership. 





Virginia E. & P. Co. Plant 
Goes into Operation, Aug. 4 


Six months behind schedule because 
of construction delays, the Virginia 
Electric & Power Co. plant in Chester- 
field County, Va., went into operation 
on August 4. Operating at only 20,000 
kw. capacity, the plant, the largest in 
this section of the state, is expected to 
be operating at full 50,000 kw. capacity 
in two weeks, President J. G. Holtzclaw 
announced. 

Construction of the $6,800,000 plant 
was begun in May, 1942. 


Plans Electronics Show 


An international electronics exposi- 
tion, open to all manufacturers of elec- 
tronic equipment and components, has 
been scheduled for the latter part of 
1945 if general conditions permit. The 
purpose of the exposition which is being 


MEETINGS 


Previously Listed 


American Institute of Electrical Engineers—Pa- 
cific Coast technical meeting, Biltmore Hotel, 
Los Angeles, Calif., August 29-September |, 
H. H. Henline, national secretary, 33 W. 39th 
St., New York 18, N. Y. 


International Association of Electrical Inspectors— 
Northwestern section, ores Hotel, Olympia, 
Wash., August 21-23; E. B. Morrison, secretary, 
P.O. Box 70, veda” Ore. Southwestern sec- 
tion, Palomar Hotel, Santa Cruz, Calif., August 
28-30. H. L. Gerber, secretary, Room 205, City 
Hall, San Francisco, Calif. Western section, 
Claypoo! Hotel, Indianapolis, ind., September 
11-13: F. H. Moore, secretary, 320 N. Meridian 
St., Indianapolis, Ind. Eastern section, DeWitt 
Clinton Hotel, Albany, N. Y., September 18-20; 
F. N. M. Squires, secretary, "85 John St., New 
York, N. Y. Southern section, Ainsley Hotel, 
Atlanta, Ga., September 25-27: A. M. Miller, 
secretary, 219 Governor St., Richmond 19, Va. 


Edison Electric Institute — Accident prevention 
committee, E.E.1. headquarters, New York, 
N. Y., September 12-13. Col. H S$. Bennion, 
managing director, 420 Lexington Ave., New 
York 17, N. Y. 


Illuminating Engineering Society—Annua! conven- 
tion, Edgewater Beach Hotel, Chicago, Iil- 
September |4-16. A. D. Hinckley, executive 
secretary, 51 Madison Ave., New York 10, N. Y. 


Indiana Electric Association—Annual fai! meeting, 
French Lick Springs Hotel, French Lick, Ind., 
September 20-22. £. F. Hauser, secretary- 
treasurer, 1414 Circle Tower, Indianapolis, ind. 


International Association of Electrical Leagues— 
Annual cogference, Detroit, Mich., September 
20-22. O. C. Small, secretary, 155 E. 44th St., 
New York 17, N. Y. 


Southeastern Electric Exchange—Engineering and 
operation section, Roosevelt Hotel, New Or- 
leans, La., September 21-22. J. W. Talley, exe- 
ie ~ secretary, 303 Haas-Howell Bidg., Atlanta 
3, Ga. 


Maryland Utilities Association—Mid-year meeting, 
Lord Baltimore Hotel, Baltimore, Md., Septem- 
ber 22. R. C. Brehaut, secretary, 1100 H St. 
N.W., Washington |, Cc. 


Association of Iron and Steel Engineers—Annual 
meeting, Wm. Penn Hotel, Pittsburgh, Pa.. 
September 25-27. Brent Wiley, manogne di- 
rector, Empire Bidg., Pittsburgh 22 









































sponsored by the National Electr; 
Manufacturers Association is to sho 
American industry what electronics 


do. 


Carolina Power Co. Gets 
New 40-Year Franchi: 


By a 10 to 1 vote, Raleigh citizens ap 
proved an ordinance granting to th 
Carolina Power & Light Co. a 40-ye 
franchise to furnish electric power an 
passenger transportation services in th 
city. The vote in the special election , 
July 25 was 2,773 to 278. 

The 40-year franchise was vigorous} 
opposed by the Raleigh News & 0} 
server, owned by Josepheus Daniels, op 
time member of President Wilson’s caj 
inet. 

The franchise under which the powe 
company is operating will expire , 
May 24, 1945. 


Municipal Electric Utilities Association of 
York State—Annual meeting, Lake Placid Cy 
Lake Placid, N. Y., September 26-28. 7. 
ae secretary, 200 E. Third St., Jamest 


National Electrical Contractors Association 
Annual meeting, French Lick Springs 
French Lick, Ind., October 1-5. L, W. Da 
general manager, 633 Investment Bidg., | 
and K Sts., N.W., Washington, D. C. 


International Municipal Signal Associatic 
nual meeting, Hotel Statler, Boston, Mz 
October 2-5. Irvin Shulsinger, secretary, 8 
4ist St., New York 17, N. Y. 


National Safety Council—Annual congress 
man, Morrison and LaSalle Hotels, Chicas 
Hl., October 3-5. N. H. Dearborn, mana 
director, 20 N. Wacker Drive, Chicego, 


National Electronics Conference—Medinah © 
of Chicago, 505 N. Michigan Ave., Chicag 
Hl. October 5-7. Beverly Dudley, secre 
520 N. Michigan Ave., Chicago Ii, Ill. 


Southeastern Electric ne e—Sales confere! 
Atianta, Ga., October 12. J. W. Ta 
executive secretary, 703 | Haas-Howell Sid} 
Atlanta 3, Ga. 


Electrochemical ae — Fall meeting, 
Statler, Buffalo, October. 12-14. toi 
Fink, Gan CSlummbie University, 
Broadway, New York, N. Y. 


American Welding Society — Annual 
Hotel Cleveland, Cleveland, Ohio, Octo 
16-19. Miss M. M. Kelly, secretary, 2 
39th St., New York 18, N. Y. 


Pennsylvania Electric Association — Ele 
equipment committee, Johnstown, Pa., Octo 
19-20. A. N. Shealy, chairman, Pennsylv 
a & Power Co., Lexington Bidg., Baltime 

d 


ineers Counci! for Professional Develop 

nnual meeneg,, Engineering Societies 8! 
New York, "Bctob ber 20. S. L. '¥ 
secretary, 29 Nw. "Soth St., New York 18, N 


National Electrical Manufacturers Associati 
eee wn Waldorf-Astoria Hotel, 
York, Sctober 23-27, W. J. Do 
riangaina Siicter 155 E. 44th St., New Yor 
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Is What This Guy Wants! , 


This man actually works with Pole Line 
Hardware . . . he knows what he wants... 
and he wants Pole Line Hardware so de- 
signed, so machined, and so finished that 
it will be easy for him to handle and will 
“stay put’... Line Material Pole Line Hard- 
ware is that kind of Pole Line Hardware. 
It is designed right; it is made right; fin- 
ished right, packed right; it is easy to use, 
and the line man doesn’t have to do his 
job over again when you give him hard- 


ware bearing this name. 


: 


a. 
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POLE LINE HARDWARE 


L-M DISTRIBUTION EQUIPMENT INCLUDES: Distribution Transformers + Fuse Cutouts and Fuse Links + Lightning Arrest 
PRT TTR ck eee a a ee eS ee er 








plied many vital missing po 
Ile Nou, New Caledonia. A 
culated through 4-inch pipes 
acts as a heat exchanger 





TO PROPEL A TANKER—This 4,000-volt, 3-phase synchronous motor (be- 
low) which will develop 6,600 shaft horsepower at 93 r.p.m. is being 


lowered into a tanker at the yards of the Marinship Corp., Sausalito, Calif. 
Elliott Co., Jeannette, Pa., built the motor and the turbine-driven generators T E E | 


which will supply the power to it 
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| 4 | IT’S AMERICAN NOW—The 1 
se ocean after the bazge bearing 


SEARCHLIGHTS WERE NEEDED—When two a 
Cal‘f., leaving the damage shown below and put 
aircraft searchlights, like the one at the right, we 
to provide lighting. Portable generators which pr 








se-made generator (top left) was fished from the 
sndoned Jap mine had been sunk. Seabees sup- 
above), and now operate it 24 hours a day at 
ngine provides power, and cooling water is cir- 
on the ccean bottom to a 12-inch receiver that 
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s exploded in Port Chicago, 
s out of commission, six anti- 
pb the San Francisco Bay area 
hem are a military secret 


AUXILIARY FIREMAN—Working under the direction of the fire chief, line- 
men play an important part at fires by cutting in and out lines to provide 
light and safety for the firefighters. Above a lineman of the Cincinnati 
Gas & Electric Co. works on the pole as a recent blaze is fought in the 
Ohio city 
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ANSFORMER 


... for easier reconversion to peace loads— 
Westinghouse CSP Distribution Transformers 


Because all apparatus needed for a distribution transformer 
installation is placed in one tank, the Westinghouse CSP can be 
moved in a fraction of the time and cost required to move an 
ordinary installation. 

Westinghouse CSP Distribution Transformers ease the task of 
relocation. Completely Self Protecting (against lightning, short 
circuits and dangerous overloads), they offer load adaptability that 
will improve service continuity on the unpredictable loads in the 
days ahead. A signal light first warns of an overload, later the internal 
breaker trips if the overload continues and becomes dangerous. 
The maximum thermal capacity is safely usable at a// times. 

For complete information, call your Westinghouse office, or 
write for DD-46-100, Westinghouse Electric & Manufacturing Co., 
» Dept. 7-N, East Pittsburgh, Pa. J-70427 
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ergy Output Rises 
Slightly During Week 


slight advance in the output curve 
made during the week ended Aug. 
44, figures released by Edison Elec- 
Institute show. Electrical energy 
ibuted by the light and power in- 
ry during the week amounted to 
) 433,000 kw.-hr. as compared with 
).762,000 kw.-hr. during the preced- 
week which ended on July 29. 
res for the week represented an in- 
se of 3.7 percent over the 4,240,638,- 
kw.-hr. distributed during the cor- 
ponding week a year ago. The output 
the similar week in 1942 was only 
7,070,000 kw.-hr. 
s customary for some time the 
ific Coast states showed the greatest 
ease in output over the correspond- 
week in 1943, with an increase of 
percent. The Southern States again 
owed, with an increase of 8.1 percent. 
er sections showing increases were 
Central Industrial, 3.2 percent, West 
btral (unchanged the week previous), 
percent, and New England, 1.3 per- 
t. The Rocky Mountain section 
wed a decrease of 4.5 percent and 
Mid-Atlantic group a decrease of 
percent. In comparison with figures 
corresponding weeks last year, the 
nges in all sections each week have 
n following a steady trend in recent 


ks, 


Output Millions Kw.-Hr. 


1943 1942 


Aug. 7 
July 31 
July 24 
July 17 
July 10 
' July 3 
June 26 
June 19 
June 12 
June 5 
May 29 
May 15 


Aug. 
Aug. 
July 
July 
July 
July 
June 27 
June 

June 13 
June 6 
May 30 
May 16 
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Percent Change from Previous Year 
Week Ending 


July 22 
+ 0.3 
— 35 
+ 2.7 
+ 1.2 
+ 9.7 
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ne Utility Revenues Up, 
Also Expenses, Over 1943 


The larger privately owned electric 
ilities in the United States in June 
d electric operating revenues of $252,- 
F',000 as compared to $240,058,000 in 
ne, 1943, an increase of 5.1 percent, 
¢ FPC has announced. 
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Revenue deductions, however, includ- 
ing operating expenses, depreciation 
and taxes, increased to $197,713,000, or 
6.9 percent over June 1943. 

Gross income, including other utility 
operating income, increased 1.6 percent 
to $65,292,000 and net income in June 
1944 was $40,435,000, an increase of 
3.8 percent from the net for June, 1943. 


5 ae 


J 


/ 


f 
I 


ran 


J A S$ O N OD 


May License Contractors 


Efforts are being made in British 
Columbia to license electrical contrac- 
tors for the protection of life and 
property. The Vancouver Electrical As- 
sociation is supporting the plan which 
if passed may be administered by the 
Workmen’s Compensation Board. 















J. J. Mellon Elected Head 
of Clark Controller Co. 


James J. Mellon has been elected pres- 
ident of the Clark Controller Co., Cleve- 
land, Ohio, to fill the position which 
has been vacant since the death of 
Primus C. Clark, founder of the com- 
pany. 

In addition, W. H. Williams, formerly 
vice-president in charge of sales, has 
been elected executive vice-president and 
general manager, a new position de- 
signed to divide administrative duties 
more equitably. 

Mr. Mellon served as assistant sales 
manager and more recently vice-presi- 
dent during his 15 years with the com- 
pany. Mr. Williams, a co-founder with 
Mr. Clark in establishing the company, 
is a veteran in the electrical control in- 
dustry. 


New England Power 
Personnel Changes 


Extensive changes in the responsibili- 
ties of various officials connected with 
the New England Power System have 
just been announced by President Irwin 
L. Moore of the New England Power 
Association. Claude D. Lawrence has 
been named vice-president in charge of 
sales, New England Power Service Co., 
Boston, and will supervise both mer- 
chandising and power sales depart- 
ments. Winfred D. Wilkinson becomes 
power sales manager and A. Wilson 
Barstow merchandising manager. Fab- 
ian K. Cox becomes assistant merchan- 
dising manager. Manford A. Reichhold, 
advertising manager, and F. Lorenz 
Rimbach, agricultural development 
engineer, will report to Mr. Lawrence. 
Chandler W. Jones has been named 
executive assistant to William Webster, 
vice-president New England Power 
Association, Boston. 

Effective August 1 the system’s north 
central district ceased to function sepa- 
rately, and the utilities there lo- 
cated became a part of the central 
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district, with headquarters at Worces- 
ter, Mass., also including the Central 
Massachusetts Electric Co., Palmer. 
W. E. Casey has been named assistant 
manager, Worcester County Electric 
Co., Worcester. Newell A. Clark has 
been named manager of the western 
district, and Royal D. Webster will be- 
come manager of the Northampton 
Electric Lighting Co., succeeding Ed- 
ward G. Twohey, who will become 
assistant district manager of the cen- 
tral district, reporting to John West, 
president of the Worcester County 
Electric Co. John W. Gale of the Cen- 
tral Massachusetts Electric Co., has 
been made assistant district manager 
of the central district, reporting to Mr. 
West, and will be responsible for the 
operations of the above company, the 
Spencer Gas Co., and the Webster and 
Southbridge division of the Worcester 
County company. Louis A. Fiorani, 
Boston, formerly manager of the Union 
Electric Light & Power Co., Franklin, 
Mass., will become assistant district 
manager of the central district, also re- 
porting to Mr. West, and will be re- 
sponsible for the operations of the 
Union Company, Milford Electric Light 
& Power Co., and the Worcester Su- 
burban Electric Co. H. Sherman Hol- 
comb, Malden, Mass., will be assistant 
district manager, central district, re- 
porting to Mr. West, and will be re- 
sponsible for the operations of the 
Athol Gas & Electric, Gardner Electric 
Light, Leominster Electric Light & 
Power, Middlesex County Electric. 
Wachusett Electric, and Winchendon 
Electric Light & Power companies. 


> Joseru G. Mooney has taken over the 


.duties of general manager of the Indi- 


ana & Michigan Electric Co., South 
Bend, Ind. E. A. Lewis, formerly vice- 
president and general manager of the 
Indiana & Michigan utility, has become 
vice-president and general manager of 
the Ohio Power Co., Canton (Exectri- 
caL Wor.p, July 1, 1944, page 16}. Mr. 
Lewis has retained his position as vice- 
president of the South Bend properties. 
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J. G. Glassco to Retire 
from Winnipeg Hyz, 


John G. Glassco, manager of the }j 
nipeg Hydro-Electric System since |y 
will retire in September after 32 ,, 
of service. 

Mr. Glassco has been associated 
the electrical industry since 190] ,j, 
he began his business career wit} 
Montreal Light Heat & Power Co, 1 
years later, in 1903, he took the posi 
of superintendent of the meter and } 







































































pair department with the Southern (; 
fornia Edison Co. In 1905 he becay 
identified with the Dominion Power 
Transmission Co. as chief electrical ¢ 
gineer and served in that capacity 
1909 when he went to Manitoba as chi 
electrical engineer of the Winnip 
Power Construction Department. | 
1911 he was appointed power engin 
and in May of the following year! 
became manager of the Winnipeg 1 
dro-Electric System. He has occupi 
that position since that date. 

One of Mr. Glassco’s outstanti 
achievements has been the developm 
of the use of electricity in the ho 


> Lester G. Barrow, formerly advert 
ing manager of the Brooklyn Lis 
Co. who later held an administra 
position with the advertising dep 
ment of the Consolidated Edison ¢ 
joined Fuller & Smith & Ross Inc. 


account executive on August l. 


Don C. Ray, manager of the pul 
relations bureau of Pacific Gas & B 
tric Co., San Francisco, retired Jus 
after a 43-year career in the electnggy, 
field. A graduate of Oregon Ag 
tural College, Mr. Ray started in } 
with the Nevada County Gas & Ele 





,.. Grass Valley, Calif. When P.G. & 
took over the pioneer company, he 
ame assistant manager of the Grass 

lley district office, later serving as 
anager of the Contra Costa district. 
1927 he was made manager of the 
blic relations bureau of the sales and 
blic relations department, the posi- 

on he held until his retirement. E. A. 

onc, Mr. Ray’s assistant in the bureau, 


»s become manager. 


Frank ATKIN has been appointed 
pervisor of quality control for the 
ttsield, Mass., Works of the General 
ectric Co., according to an announce- 
nt by F. F. Brand, assistant to the 
nager in charge of engineering. Mr. 
kin is a graduate of Kansas State 
pllege in electrical engineering. He 
ined General Electric at Schenectady 
1928; went to Pittsfield in 1930 in 
nection with the plastics division, 
din 1935 was transferred to the main 
ant’s power transformer section. 


S. E. Hevericx, formerly assistant to 

late Walter H. Hallsteen, has been 
ppointed purchasing agent of the Ilg 
ectric Ventilating Co., Chicago. Mr. 
yerick has been connected with the 
g organization since 1924. 


~ OBITUARY 


Laurence H. PARKHURST, vice-pres- 
ent and a director of the American 
ower & Light Co., New York, died at 
s home in Montclair, N. J., on July 
. He was 67 years of age. Mr. Park- 
ust was graduated from Harvard Uni- 
rsity in 1898. He joined the Electric 
ond & Share Co. in 1917, after hav- 
g been associated for a time with 

Old Colony Trust Co. of Boston. 
fore joining the American Power & 
ght Co., Mr. Parkhurst was a vice- 
esident of Electric Bond & Share Co. 


Clarence WricHt, age 42 years, 
me office manager of the Kentucky 
tilities Co., was electrocuted on a 
ghway near Marion on July 10 while 
sisting in the- installation of a trans- 
iter. Mr. Wright was a native of 
organfield, Ky, 


Artuur J. Waite, an inventor, who 
Bs associated for more than 43 years 
th the lamp division of the General 


Beectric Co., died at St. Luke’s Hos- 


n 1 


lect 
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tal in Cleveland on July 31. He was 
yeats of age. A native of Youngs- 
m, Mr. White joined General Elec- 


tric as a glassblower just atter the turn 
of the century. He went to Cleveland 
during World War I to work at Gen- 
eral Electric’s plant in Nela Park. In 
recent years, Mr. White devoted his 
energies to improvements in the manu- 
facture of fluorescent lamps. 


> Grorce A. Irvine, 67, district man- 
ager at Danville, Ky., for the Kentucky 
Utilities Co. from 1924 to 1941, died at 
his home in Danville, of a stroke on 
July 1. He had been retired since 1941 
when he suffered his first stroke. 


> Dr. Frank J. Tone, pioneer in de- 
veloping abrasives and refractories and 
noted for his contributions to physical 
chemistry, died on July 26 at his home 
at Niagara Falls, N. Y., after a long 
illness. He was 75 years of age. Mr. 
Tone, who was chairman of the board 
of directors of the Carborundum Com- 
pany, had retired as president of that 
organization in 1942, after serving in 
the position since 1919. A former pres- 
ident of the American Electrochemical 
Society, he received in 1938 the Perkin 
Medal of the American section of the 
Society of Chemical Industry for his 
“valuable work in applied chemistry, in- 
cluding the development of abrasives 
and refractories.” Dr. Tone also re- 
ceived the Edward Goodrich Acheson 
Medal, conferred by the American Elec- 
trochemical Society in 1935. 


> Georce C. Purpy, chairman of the 
board of Greenlee Bros. & Co., Rock- 
ford, Ill., of which Greenlee Tool Co. is 
a division, died on July 2 at the age of 
73. A native of Middletown, N. Y., and 
a graduate of Cornell University, he 
became associated with Greenlee Bros. 
& Co., then located in Chicago, in 
1893, and this was the beginning of a 
period of service with that organization. 
which reached fifty years in August, 
1943. Shortly after joining Greenlee’s, 
Mr. Purdy was made assistant sales 
manager, and 1897 was appointed gen- 
eral manager in charge of all opera- 
tions. In 1902 he was elected secretary- 
treasurer, and in 1904 moved the com- 
pany to Rockford, Ill. In 1919 he was 
elected president, he position he held 
until 1943, when he became chairman 
of the board. 


> Francis P. GorMELy, president of the 
Electro Metallurgical Co. and a number 
of other units of the Union Carbide & 
Carbon Corp., died at his home in 
New Rochelle, N. Y., at the age of 56. 
A native of Wallaceburg, Ont., Mr. 
Gormely came to the United States as 
a child. He was graduated from the 
University of Michigan in.1909 with a 


FECTRICAL WORLD e August 12, 1944 


degree of B.S. in electrical engineering 
and went to work the same year for the 
Union Carbide Co, at its Sault Ste. 
Marie, Mich., plant. After serving at 
various other plants in 1923 he was 
promoted to assistant works manager of 
all of the plants of the metallurgical 
group of Union Carbon & Carbide with 
headquarters in New York and in 1926 
he assumed the additional duties of 
general manager of Haynes Stellite. 
Three years later he was made vice- 
president and general manager of all 
the companies in the group and this 
year was elected president of the same 
companies, which included the Michi- 
gan Northern Power Co., Union Car- 
bide Co. of Canada, Ltd. and others. 


> Levi A. Warp, official of the Hooker 
Electrochemical Co. of Niagara Falls, 
N. Y., died on July 12 in his sixty-ninth 
year. At the time of his death he was 
on leave of absence as a director and 
secretary of the Hooker Electrochemical 
Co. Mr. Ward became identified with 
the Niagara Electrochemical organiza- 
tion in 1916, became a director in 1938 
and moved to Niagara Falls a year later 
when the company opened offices there. 
Illness in 1941 caused him to take leave 
of absence. 


> Tuomas Burke, formerly West Phila- 
delphia district manager for the Phila- 
delphia Electric Co., died on July 18 
in that city after an illness of several 
weeks. He was 78 years of age. Mr. 
Burke retired in 1931 after more than 
forty years of service-in the utility field. 


> Georce T. Poor, 64, formerly chair- 
man of the Ohio Public Utilities Com- 
mission, died on July 7 in a Columbus, 
Ohio, hospital, after a long illness. 


> Ferx S. A. McMu ttn, 59, for eleven 
years chairman of the Civic Power Com- 
mission, St. John, N. B., died recently 
in St. John, after an illness of two 
months. 


> Harvey H. Muscuuitz, mechanical 
engineer for the Pennsylvania Power & 
Light Co. for a quarter of a century, 
died of a heart attack on July 10 at his 
home in Allentown, Pa. Mr. Muschlitz 
was graduated from Penn State College 
in 1905 with the degree of mechanical 
engineer. 


> Herman T. Bootusy, 73, president 
and treasurer of the York & Boothby 
Co., electrical contracting house, Port- 
land, Me., died in a hospital in that 
city on July 23.. He was widely known 
in the northeastern electrical field. 











U.S. Rubber Develops 
Rubber Latex Product 


Nubun, a new synthetic rubber latex 
insulation for power, lighting and com- 
munication cable, has been developed 
by United States Rubber Co., it was 
announced by C. W. Higbee, manager 
of the wire and cable department, Au- 
gust 3, in New York. 

The new insulation, made from a 
modification of Buna S synthetic rub- 
ber, is a result of war-time developments 
in rubber technology and will permit 
the design of new types of wire and 
cable with improved electrical and 
physical characteristics. Made by the 
latex continuous dip method, Nubun 
will have great advantages over ordi- 
nary wire where replacement and space 
are important factors. 

Qualities of Nubun insulation cited 
by Mr. Higbee include flexibility, im- 
permeability to water, laminated con- 
struction, and perfect centering of the 
conductor to produce an insulated wire 
of maximum conductivity and minimum 
diameter. The synthetic insulation is 
said to be exceptionally homogeneous 
following vulcanization and has high 
electrical] characteristics such as di- 
electric strength and insulation resist- 
ance. 

The special synthetic rubber com- 
pound is low in specific conductive ca- 
pacity, has good aging qualities be- 
cause of the presence of special anti- 
oxidants, and will resist severe wear 
because by the nature of the latex 
process, the rubber particles are not dis- 
torted or broken down by milling. 


Resin Industries Formed 
in Santa Barbara 


Resin Industries has been formed at 
Santa Barbara, Calif., to produce syn- 
thetic compounds of the thermoplastic 
type used in electric equipment, wire 
and cable and wiring systems. Grant C. 
Ehrlich is president. 

The company will produce synthetic 
elastimers—including vinyl] resin, ethyl 
cellulose and similar compounds—in 
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tubing, tape, sheet and other forms. It 
will also offer these materials in com- 
bination with a variety of fabrics, both 
coated and impregnated. 


Leases Another Building 


Western Electric Co. recently leased 
the Lane Bryant Building, 529 West 
42d Street, New York, for the manu- 
facture of electronic equipment for the 
Armed Forces. It is estimated that ap- 
proximately 2,000 people will be em- 
ployed when full production is reached 
in the late Fall or the first part of 1945. 
This location becomes the fourth manu- 
facturing plant of the company in the 
metropolitan New York area. 


WHISKED AWAY—Difficulty of making accurate measurements because of surpli 
chip dust in certain precision made aircraft parts was lessened when an Ap# 
vacuum tank cleaner was drafted into service. The operators at the Apex Ele 
trical Manufacturing Co. plant in Cleveland merely press the button and 
chips, dust and dirt are whisked away. Close tolerances thus can be measured 


without chip interference 
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Sees Huge Post-War 
Appliance Sale 


A 40 percent increase in sales of radi, 
refrigerators, air conditioners, auton, 
biles and all other consumers dura}j 
goods over the best pre-war year 
be expected in the first twelve mont, 
of full production after victory, Jam 
H. Carmine, vice-president in charge 
merchandising for Philco Corp, pte 
dicted recently in an address before » 
appliance industry dinner at the Ane, 
ican Furniture Mart in Chicago. 

“Once the war emergency is over, thy 
fact that there has been no new prody 
tion of appliances for a long time. j 
a sure guarantee of a period of » 
traordinarily good business for ever 
one connected with consumers dura) 
goods, including dealers, distributy, 
and manufacturers,” Mr. Carmine saij 
“A virtual vacuum of all kinds of ele: 
trical appliances has developed, and j 
will take months to stock distributy; 
and dealers, once production has bee 
resumed, to say nothing of meeting th 
urgent demands of the public. 

“People are not only going to wa 
and need every kind of appliance, by 
will be able to buy them. It is exj 
mated that by the end of 1944 the x 
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mulated savings in the hands of the 
slic in the form of cash, bank de- 
its and war bonds, will approximate 
») billion. In addition, installment 
dit outstanding has beew drastically 
juced. so that the credit standing of 
American people is higher and their 
rowing power is far greater than 
r before.” 

‘In the case of radio, Philceo esti- 
tes that there will be a pent-up. de- 


nd for between 20,000,000 and. 25,-' 


1.000 sets at the end of 1944, as com- 
ed with the industry’s all-time high 
duction of 13,000,000 units in 1941,” 
Carmine said. “In refrigeration, it 
estimated that the pent-up demand 
I] be upwards of 6,000,000 boxes, as 
mpared with 1941 output of 3,600,- 
) units, Over and above this, there 
| be a tremendous demand for frozen 
nd storage chests. Sales of single- 
m air conditioners should rise 400 
600 percent over the pre-war level 
thin a very few years.” 


old Double Celebration 


Employees of the F. W. Wakefield 
ass Co., Vermilion, Ohio, took part 
ently in a double celebration when 
ey received their second Army-Navy 
” star and immediately afterward 
¢ notified of the granting of a seven- 
nt-an-hour increase by WLB. 


he Story of A-C Welding” 


A new two-part, all-color sound 
wie, “The Story of A-C Welding,” has 
n announced by the General Electric 
. The-new 16-mm movie has been 
ade available to all G-E arc-welding 
ecialists and distributors, who will 
nge-to exhibit the film on request. 

he film runs about 35 minutes. 


ig Automatic Washer 
Volume Seen Post-War 


Dollar volume from the sale. of auto- 
atic-cycle washers and home freezers 
ll equal, perhaps exceed, sales fig- 
es of electric ranges and refrigerators 
thin a few years after the war, Vale 
Freeland, director of department and 
mitire store sales for the Westing- 
use Electric appliance division, stated 
cently, 

Mr, Freeland said that it probably 
ill take approximately two years after 
acetime production is resumed to fill 
© pent-up demand for electric refrig- 
ators and ranges, 


Field Reports on Business 


Market value of shares listed on the New York Stock Exchange declined 
$579,444,222 in July; the business index of the New York Times for the week 
ended July 29 dropped to 140.4 from 144.4. Buyers for merchantile firms have 
begun to show caution in purchasing for the coming winter season, Chicago 
reports. l.owever, department store sales for week ended July 29 were up I1 
percent over corresponding week of 1943, Federal Reserve Board reports. 


NEW ENGLAND 


New contracts for war materials are off- 
setting cancellations in many plants in this 
area. Sylvania Electric Products reports a 
high level of operations, despite some can- 
cellations, because of substitutions in con- 
tracts for new items, and Chapman Valve 
Mfg. Co.’s production program. will lessen 
less than one percent as a result of reduc- 
tion in the Navy’s submarine program. The 
largest loom contract ever placed in Rhode 
Island has been awarded The Draper Corp., 
Hopedale, Mass., by the Lonsdale Co. This 
textile company has purchased 240 —X, 
type high-speed looms, half to be installed 
in Lonsdale’s Berkeley R. I., mills, and the 
remainder in its Seneca mills, Seneca, S. C. 

Harvard University has accepted a high 
speed 35-ton electrically driven calculating 
machine from the International Business 
Machines Corp. Application has been filed 
by E. Anthony & Sons, Inc., New Bedford, 
Mass., to establish a commercial television 
station in Providence, R. I. A DPC con- 
tract amounting to $60,000 has _ been 
awarded Perkins-Elmer Corp., Glenbrook, 
Conn., for additional equipment to be used 
in war material production. Electric Boat 
Co., Groton, Conn., launched its sixteenth 
submarine for 1944 this week. Indications 
are that this company will continue to build 
submarines, though probably at a later re- 
duced rate, through 1946. 

Modernization of stores and shops in the 
Boston retail district is moving ahead. In- 
stallations of lighting fixtures are gaining 
in number each week. Changes and addi- 
tions to factory motive power in the Boston 
area are also in good number. A contract 
for supplying Boston playgrounds with 
lighting and sound systems has _ been 
awarded to Mambro Radio Supply Co. 


CHICAGO 


The most important single factor that 
will affect the production of civilian goods 
in this area under any partial reconversion 
plan that may come is the manpower situ- 
ation. The Federal Reserve Bank of Chi- 
cago reports currently that the Chicago 
area is now experiencing the most wide- 
spread manpower shortage in the nation. 
War activity has continued to expand be- 
yond the peak level reached during the final 
quarter of last year by the nation as a 
whole. This is due to heavy war contract 
awards in recent months and the coming 
into production of new industrial faciilties. 
Selective service withdrawals have virtu- 
ally exhausted visible supplies of labor. Re- 
serves are not entering the labor force in 
sufficient volume and are not the type of 
labor needed. 

The Gary - Hammond - South Chicago 
“steel” area has maintained heavy produc- 
tion with accompanying manpower scarci- 
ties almost continuously since the war be- 
gan. Sterling, IlJ., another area of continu- 
ous stringency, has not had its working 
population expand enough to cope with in- 
creased production of steel and wire, hard- 
ware and machinery plants there. 
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Milwaukee, by contrast, has not changed 
its status as an’ area of labor balance dur- 
ing the war period. Its more or less con- 
stant population has been maintained and 
except for the armed forces there has been 
little out-migration and enough in-migration 
from nearby rural towns and gains in wo- 
men workers to provide some margin of 
safety in the labor force. Too, expansion in 
plants has been in rough relationship to 
cutbacks. 


PACIFIC COAST 


Wholesalers and manufacturers are not 
optimistic over much 1944 business result- 
ing from recent government directives per- 
mitting the manufacture of certain elec- 
trical appliances. They expect to sell a fair 
volume of irons especially since most of 
the coast prospective customers are in in- 
dustrial areas giving high priority, but they 
also know that eastern appliance factories 
are in similar areas thereby curtailing their 
manpower for expansion. 

Though shipyard employment in one bay 
series of yards has decreased in a year from 
95,000 to 70,000 employees, a new award of 
65 ships will keep them employed for an- 
other year and Wilmington yards have been 
awarded 45 victory ships and 26 cargo car- 
riers. Portland yards were given 20 vic- 
tories, San Francisco yards are working 
mainly on repairs and conversions, but all 
this coast marine activity will be reflected 
in another series of large orders for cable 
wiring fixtures, welding supplies, etc. 

New major government construction cov- 
ers Naval barracks at Clearfield, Utah, a 
$3,894,200 low bid for additional facilities 
at San Bruno Naval station near San Fran- 
cisco, a low bid of $958,000 for Marine 
Corps base at El Toro, an additional ap- 
propriation of $4,000,000 for Naval air 
training stations in central California and 
$2,000,000 for similar stations at Fallon and 
Pyramid Lake in Nevada. 


NEW YORK 


Private construction in the continental 
United States dropped 43 percent last week 
over the previous week but was still 40 
percent over that of corresponding week in 
1943, according to reports to Engineering 
News-Record. Federal construction fell off, 
bringing a decline of 44 and 10 percent in 
public work over a year ago and a week ago 
respectively. 

Civil engineering construction totalled 
$31,818,000 for last week. The total for the 
first 31 weeks of the year was $1,082,209,000 
in contrast to the $2,110,029,000 for the 
similar period in 1943. 

Despite the hot weather during the month, 
sales in department stores were up 5.3 per- 
cent in July. 

OWI reported that cutbacks in war pro- 
duction hit New York state more heavily 
than any other, the value of contract cur- 
tailments being estimated there at $37,031,- 
000 in 29 plants, with 4,240 workers re- 


leased. 
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SEC DECISIONS—HEARINGS 





The Securities and Exchange Com- 
mission, in a series of orders recently 
issued affecting electric utility com- 
panies: 


GRANTED AN EXTENSION of four months 
to December 14, to the Engineers Public 
Service Co. to complete the reacquisition 
of its outstanding preferred stocks by open 
market or private purchases. The company 
has been authorized to spend up to $4,000 
000 for this purpose. 


PERMITTED A DECLARATION filed by the 
International Utilities Corp. regarding the 
solicitation of nominations in connection 
with the nomination of directors to become 
effective immediately. 


APPROVED PROPOSED SALE by the Cities 
Service Power & Light Co. of 10,000 shares 
of $100 par value common stock of the City 
Light & Traction Co., Sedalia, Mo., to the 
Missouri Public Service Corp. for a base 
price of $1,257,000. Cities Service would 
donate to City Light for cancellation two 6 
percent demand notes for $1,231,588 and 
$26,000. 


Applications Filed 


Mississipp1 Power & Licut Co. has asked 
for permission to sell at competitive bidding 
$12,000,000 first mortgage bonds, due 1974, 
and $2,000,000 promissory notes. Interest 
rates on the bonds will be named by the 
successful bidder. Proceeds are to be used 
to redeem at 102} and accrued interest the 
company’s first mortgage 5 percent bonds 
of 1957. The proposed transactions include 
the transfer to the company by its parent, 
the Electric Power & Light Corp., of 20,182 
shares of Mississippi’s $6. preferred stock 
for cancellation. 


Montana Power Co., a subsidiary of 
Electric Bond & Share and American Power 
& Light Holding Co. systems, has asked the 
SEC for authority to use up to $3,345,600 of 
treasury cash to buy in the open market for 
retirement and cancellation $2,788,000 of 
5 percent first mortgage gold bonds of the 
Butte Electric & Power Co., a predecessor. 
Purchases are to be made within one year 
from the date of approval. 


Mitwavkee E ectric Ramway & Trans- 
port Co. has asked for authority to pur- 
chase at par for retirement from Wisconsin 
Electric Power Co., owner of its outstand- 
ing securities, 10,000 shares of its capital 
stock, par value $100, for redemption on 
September 16 at par plus accrued interest, 
$46,000 principal amount of its first mort- 
gage 4 percent bonds. 


Hearings Scheduled 


Avucust 17: Reconvened hearing on the 
proposal of Central States Utility Corp., a 
holding company subsidiary of Ogden Corp. sp 
to sell to Interstate Power Co., a holding 
and operating subsidiary of Ogden the re- 
maining physical properties of Central 
States, now known as the “Iowa-Minnesota 
properties,” for a base purchase price of 
$2,750,000 in cash, subject to certain ad- 
justments, 


Avucust 17: On the application of a pre- 
ferred stockholders committee to intervene 


in connection with the pending plan of 
liquidation of Northern States Power Co., 
Delaware. 


Avucust 22: To determine whether or not 
the solicitation of proxies to vote any secur- 
ity of International Hydro-Electric System, 
unless the U. S. District Court for the Dis- 
trict of Massachusetts directs that a meet- 
ae ak SPATTER be held, should be pro- 

1pited. 


Aucust 23: On joint application of the 
United Light & Power Co. and its subsid- 
iary, United Light & Railways Co., for 
authority to effect an interim distribution of 
common stock of the subsidiary to the pre- 
ferred-stock holders of the parent company, 
prior to the determination by the United 
States Supreme Court of questions raised 
in the matter of Otis & Co., holders of the 
preferred stock of the Power Co. 


Aucust 29: On the proposal of Georgia 
Power & Light Co., a subsidiary of General 
Gas & Electric Co., to issue and sell pri- 
vately to Northwestern Mutual Life In- 
surance Co., Milwaukee, $2,500,000 prin- 
cipal amount of first mortgage bonds. 


Wants to Float Bonds 


A bill authorizing the sale of as much 
as $150,000 worth of municipal bonds, 
whose proceeds would be devoted to 
construction and acquisition of addi- 
tions and betterments to the existing 
city-owned electric system in Ketchikan, 
Alaska, has been introduced by Dele- 
gate Anthony J. Diamond. 

The bill would require a municipal 
election for approval of the issue. 


Oregon Assessed Values Up 


Assessed valuations of utility prop- 
erty in Oregon rose from $177,732,048 
in 1943 to $185,912.135 in 1944, a gain 
of $8,180,087, the state tax commission 
has revealed. 





UTILITY REPORTS 


Net Income 
944 i 


SArkansas power & Light.. 
Boston Edison ............. 5,211,007 5,576,517 


- $1,275,553 $1,356,994 


*Cleveland Electric Ilum... 6,065,620 6,164,611 
en Edison and 
vadiweass Seescavaate 641,270 21,984,919 
opsiins Power & Light...... 1,295,116 1,501,865 
tEngineers Public Service and 
ME. bredkarussevesd snades 688,437 4,789,441 
*indianapoiis Power & Light 2, 143,219 2,287,408 
*Kansas Gas & Electric...... 1438 S56 1,537,777 
*Louisiana Power & Light... 756 1,384,583 
*Mississippi Power & ght.. 601.846 772,483 
*New Orleans Public Service 1,542,629 2,263,612 
*Utah Power & Light and 
OE: <, Je ccd dis atsonaniaye 2,198,540 2,070,227 


*Twelve months ended June 30. 
tTwelve months ended May 31. 








































Allis-Chalmers Nets 
$1.17 in 2d Quarte 


Allis-Chalmers Manufacturing 
has announced for the second quar, 
of 1944 a net income of $2,335 
or $1.17 a share, on the common st 
after preferred stock dividend requip 
ments and a provision of $10,300, 
for Federal income and excess proj 
taxes. a 

For the six months of 1944 the ns 
income was $4,128,221, or $2.13 
share, after similar provisions, incly; 
ing a total of $17,800,000 for taxes, . 
compared to a net income of $3,488.19 
or $1.96 a share, for the first half 9 
1943. 

Billings in the second quar 
amounted to $97,741,503, an increase 
63.76 percent over the second quart; 
of 1943. Six months’ totals were $17 
745,548, an increase of 66.49 percent, 

Unfilled orders on hand on June 4 
totaled $304,056,712. 


Northern Indiana P. S. Co. 
Offers to Exchange Stock 


Northern Indiana Public Service ( 
is offering an issue of 220,078 shares ¢ 
new 5 percent cumulative prefer 
stock, $100 par value, in exchange {1 
the company’s outstanding 7, 6, and 5% 
percent preferred stock. 

Exchange will be made on a share {fs 
share basis, plus the following cash par 
ments: On the 7 percent stock, $13. 
a share; on the 6 percent, $5.766 
share; and on the 5% percent, $3.133 
share. 


Philco Storage Battery 
Shipments Up 34% 


Shipments of the storage battery d 
vision of Philco Corp, in the first s 
months of 1944 were 34 percent great 
than in the corresponding period |: 
year, M. W. Heinritz, vice-president i 
charge of the division, has announced 
In the month of June, 1944, Philco shi 
ments were 83 percent ahead of June 
year ago. 

“New orders from various of ti 
heavy industries and for lend-lease * 
count have shown a distinct pick-up | 
recent months, while direct governmel 
orders have declined somewhat,” M 
Heinritz said. “The net result is 
total new business being received | 
moderately ahead of last year. 

“With the replacement requiremeD 
of the railroad, mining, industrial truc 
telephone and public utility industri 
growing more urgent week by week, 
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endous pent-up demand for indus- 
storage batteries will exist at the 
of the war. The battery industry 
, assured of a high rate of opera- 
for an extended period ahead.” 


ergy Sales in May 
Advanced 10.1% 


es of electric energy to ultimate 
mers in May totalled 16,232,266,- 
kw.hr., compared with 14,745,312,- 
kw.hr. in May, 1943, an increase 
0.1 percent, according to the re- 
issued by the Edison Electric In- 


te. 
venue from ultimate customers 


nted to $267,136,000, compared 


assification of Sales, May, 1944 
and Change from 1943 


att-hour sales © Million Kw.-hr. % 
Ma 1944 1943 Change 


jential z do- 
i 2,472 2,241 +10.3 


rates) 269 +23.0 
mercial or indus- 


ria 
pall 


2,349 2,229 
9,522 8,522 
155 148 
800 732 


OW 
rge 
power 
t & 
ghting 
r public author- 


highway 


aye & Railroads 
& interur- 
365 371 


217 206 
83 79 


. 16,232 14,745 


245,874,700 in May, 1943, an in- 
se of 8.6 percent. 

r the twelve months ended May 31, 
average annual use per customer 
need to 1,112 kw.hr. from 1,038 
hr. for the preceding year, an in- 
se of 7.1 percent; the average an- 
bill to’ $39.59 from $37.89, an in- 
se of 4.5 percent; revenue per kilo- 
hour dropped to 3.56 cents per 
vatt-hour from 3.65 cents per kilo- 
hour, a decrease of 2.5 percent. 


ho Power Stock Sold 


le of 21,000 shares of Idaho Power 
4 percent preferred stock have 
h sold by Blyth & Co., Inc., Lazard 
s & Co. and Wegener & Daly, 
The stock represented the unex- 
bged portion of 60,587 shares re- 
y offered to holders of the com- 
ys 7 percent and 6 percent pre- 
d stock who had been permitted to 
ange their stock for the 4 percent 
ted on a share for share basis, 


ig and accrued dividends to 
st 1, 


Sales Opportunities 


Cauirornia—Deschutes Lumber Co., Mo- 
wich (Klamath County) Ore., plans power 
plant in connection with new lumber. mill 
near Redding, where site has been acquired. 
Main mill will be one-story, with machinery 
and electrical equipment for large capacity. 
Entire project will cost about $500,000. It 
is understood that project will have a 
priority rating. R. G. Watts is manager. 


Texas—General Tire & Rubber Co., 1708 
East Market St., Akron, Ohio, has con- 
tracted with government for construction 
and operation of plant for manufacture of 
automobile tires, comprising main one and 
multi-story building for general production 
and auxiliary structures, to cost approxi- 
mately $1,500,000 with machinery and elec- 
trical equipment. A power house is planned. 
Financing by Defense Plant Corp. Work 
will be carried out soon. 


Cororapo—Highline Electric Associa- 
tion, Holyoke, has rejected bids recently 
received for additional primary and sec- 
ondary lines for rural electric system, total- 
ing about 118 mi., and will take new bids 
in near future. Rocky Mountain Engineer- 
ing Co., 1554 California St., Denver, is 
engineer. 


Itt1nois—American Manganese Steel 
Division, American Brake Shoe & Foundry 
Co., Chicago Heights, plans new power sub- 
station, about 22 x 33 ft., at plant, to be 
used primarily for service in electric 
furnace department, where three existing 
furnaces will be dismantled and two new 
larger furnace units installed, with auxiliary 
equipment. Contracts will be awarded 
soon. Austin Co., 500 North Dearborn St., 
Chicago, and 16112 Euclid Ave., Cleveland, 
Ohio, is engineer. 


Ca.irornia—Navy Department, Washing- 
ton, D. C., is arranging for purchase of site 
on waterfront for permanent naval supply 
depot, to include several one-story store- 
houses, about 500,000 sq. ft. floor space, 
transit shed of 200,000 sq. ft. floor area, 
shops and utility buildings, with mechanical 
and electrical equipment. A power substa- 
tion is planned, with electrical distribution 
lines, lighting system, service connections 
and other facilities. Entire project will cost 
about $5,500,000 and appropriation in that 
amount has been authorized. Bureau of 
Yards and Docks, Navy Department, Wash- 
ington, D. C., will be in charge. 


Ca.irornia—Lockheed Aircraft Corp., 
1705 Victory Pl., Burbank, will carry out 
expansion in plant for production for gov- 
ernment, including additional buildings 
with machinery and electrical equipment. 
Cost estimated about $2,350,000, with financ- 
ing by Defense Plant Corp. Work is sched- 
uled to be carried out at early date. 


Arxkansas—Construction Service, Veter- 
ans’ Administration, Washington, D. C., will 
receive bids until September 19 for addi- 
tional buildings at institution, including 
four main hospital units totaling 3,032,000 
cu. ft., storehouse, 156,000 cu. ft., with com- 
plete electrical and mechanical equipment, 
service connections, etc. Outside electrical 
distribution lines and services, including un- 
derground conduits, electric elevators, ven- 
tilating equipment and other apparatus. 
Also addition to boiler house building No. 
69, about 51,000 cu. ft., with boilers and 
boiler plant equipment. 
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Micuican—Public Lighting Commission, 
Detroit, has been authorized by city council 
to arrange post-war expansion and improve- 
ment program for municipal lighting sys- 
tem to cost about $750,000. Project will be 
carried out over a period of months and will 
include additional lighting units, replace- 
ments in present obsolete lighting fixtures, 
control station equipment and other facili- 
ties, 


Soutn Carotina—South Carolina Elec- 
tric & Gas Co., Columbia, has approved 
plans for addition to hydroelectric generat- 
ing plant, and will award contract soon. No 
official estimate of cost announced. 


Lourstana—Higgins Aircraft, Inc., Mi- 
cheaud, New Orleans, affiliated with Hig- 
gins Industries, Inc., 521 City Park Ave., 
New Orleans, will carry out expansion in 
plywood aircraft plant for production for 
government, including additional buildings, 
with machinery and electrical equipment. 
Cost about $1,300,000, with financing by 
Defense Plant Corp. Work will proceed 
at early date. 


Norto Carorina—North Carolina Hos- 
pital Board of Control, Raleigh, has pre- 
liminary plans for post-war expansion and 
improvements in institution including addi- 
tion to power plant and installation of addi- 
tional equipment for increased capacity, 
estimated to cost $284,900. Also extensions 
in water supply system, with development 
of new source on Silver Creek, including 
pumping station with motor-driven pump- 
ing machinery, controls and auxiliary equip- 
ment, entire project to cost about $283,000. 
Extensions will be made in electrical dis- 
tribution system at institution, forming 
part of proposed $65,000 expenditure for 
outside utilities. 


Oxn1o—Fisher Body Division, General 
Motors Corp., 4726 Smith Rd., Norwood, 
Cincinnati, has preliminary plans for new 
plant; tract of about 20 acres of land is 
being acquired. It is understood that new 
plant will be used for manufacture of auto- 
mobile bodies and will be carried out as a 
post-war project. It will comprise a series 
of one-story buildings, totaling about 982,- 
000 sq. ft. floor space, with machinery and 
electrical equipment for large output. A 
power plant is planned with number of 
transformer stations at different points for 
factory service. Entire program is reported 
to cost about $16,000,000. 


Nortu Carotina—Bureau of Yards and 
Docks, Navy Department, Washington, 
D. C., plans extensions in air base, includ- 
ing shops, storehouses and other buildings, 
with mechanical and electrical equipment. 
Also will make extensions in electrical dis- 
tribution lines, with service connections and 
other operating facilities. Entire project 
will cost approximately $7,500,000, and is 
scheduled to be carried out at early date. 


On10o—B. F. Goodrich Co., 500 South 
Main St., Akron, manufacturer of tires, 
tubes, mechanical rubber goods, etc., plans 
new research laboratory as a post-war 
project, comprising several large one and 
multi-story buildings, with electrical and 
mechanical equipment, estimated to cost 
close to $1,000,000. It is understood that 
part of 300-acre tract of land now being 
acquired by company at Brecksville, near 
Cleveland, will be used as site. 
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Switch 





Ashcraft Duraswitch E-100 and E-200; cut out 
pressures 50 to 200: min. differential 15 to 35; 
max. 25 to 40; 32, 110, 220, 440 and 550 volts: 
operate single or polyphase 2 to 5 hp. motors: 
de motor '% to 2 hp.: Manning, Maxwell & 
Moore, Inc., Bridgeport, Conn. 


Duraswitch is a switch in combination 
with the Ashcraft Gage. Has slide rule dial 
for adjustment to control point. Said to save 
space, eliminate fittings and enhance ap- 
pearance. E-100 are for pressures only while 
E-200 is said to be applicable for pressure 
and temperature applications, as a pressure 
control and pressure gage combination, or 
temperature control and thermometer com- 
bination, in single or duplex types. 


Cutter 


Lil’ Giant’ Bolt Cutter: 15 in. overall: wt. 
26 oz.: leverage 40 to !; Techtman Industries, 
Inc., 828 N. Broadway, Milwaukee, Wis. 


Cutting blades reported to be made of 
tool steel and replaceable. Cam permits ad- 
justment between cutting edges to com- 
pensate for wear. The 15-in. model is said 
to cut 3-in. bolts or wires and }-in stranded 
cable. 


Thyratron Tube 


Type RCA-2D2!: plate current 0.! amp.: Xenon 
filled; temp. range —55 deg. to +90 deg. C.; 
internal drop 8 volts: wt. '/2 0z.; height |!% in.: 
Radio Corporation of America, Camden, N. J. 


Miniature thyratron reported to provide 
stable operation and to have high control 


22 





ratio for functions as an electronic switch. 
Stated to carry 0.1 amp. continuously, and 
for periods up to six seconds out of 30 will 
safely carry 0.5 amps. 


Relay 


G-M Type ''27"': 2 coil design; 10 amp. max. 
at 30 v. d.c.; temp. range —40 deg. to +90 
deg. C.; weight 6 oz. max.; G-M Labora- 
tories, Inc., 430 No. Knox Avenue, Chicago 
41, i. 


Contacts operate with wiping action. Con- 
tact gram pressures are reported adjusted 
without bending springs, armature adjusted 
without bending, and restoring spring ten- 
sion is adjusted by lever arrangement. Coils 
are said to be varnish and vacuum-wax im- 
pregnated and metal parts, either non-cor- 
roding or plated. Magnetizing force losses 
at the armature bridge are said to be elim- 
inated. 


Electric Unit Heaters: portable in sizes of 1.5 
kw. to 7.5 kw.; 10-ft. cord: for ceiling or 
wall suspension in sizes 10 kw. to 60 kw.; 
B.T.U. range from 5,122 to 204,900 per hr.: 
black wrinkle enamel finish: Electric Air 
Heater Co., Mishawaha, Ind. 


Oxidation and deterioration of the heat- 
ing element is reported to be prevented by 
the cast construction. Automatic thermo- 
static contro] and contactors are available 
for use with any size heater. 


Air Pump 





Two-cylinder air pump; pressures 50 psi. max.; 
vacuurn up to 28.7 in, mercury; Leiman Bros., 
Inc., 113-74 Christie St., Newark ; 


Reported that one cylinder may be used 
for pressure and the other for vacuum, or 
both may be used for pressures or for 
vacuum. One cylinder may pump into the 
other to increase the pressure, or from the 
other to increase the vacuum. 
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Telescopic Radio Mast: Harco Steel Constr: 
gg Co., Inc., 1180 E. Broad St., Elizabe: 
N. J. 


Stated to be suitable for installation 
either the ground or on a building. | 
ported that insulators may be placed 
any connection joint or at the base. Av 
able in heights 25 to 30 ft. Said to wit 
stand wind pressures of 125 mph. It 
reported that a 90-ft. unit, with 8-ft. cm 
arm, dismantled occupies less than |? 
ft. and weighs 750 lbs. It is further sia 
that the unit can be erected and guyed 
five men in approximately one hour. 


Marking Process 


inlay process: colors: Sereenmakers, 64 F.* 
St.. New York 7, a 


Inlay Process for placing white o « 
ored characters on metal panels, ché 
etc. May be used on flat or wrinkled 5 
ground, on finished or bare metal. Sa 
withstand 50-hour salt spray test. 


Safety Mats 


Steel safety mats; widths up to 6 ft.; erg" 
up to 25 ft. Wm, F. Klemp Co., 644! >. 
vina Ave.; Chicago, Ill. 


Steel mat with slight crimp or center? 
in one side of mesh. Mats may be ro!) 
like a rug. Are said to prevent s 
keep feet dry, make lifting safe, 
fatigue for men around machines. 
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BUYING ELECTRICAL EQUIPMLN F 
McGraw-Hill’s Electrical Buyers Re! 

is a convenient place to look fit 
manufacturers’ product data, names > 
addresses. ( 
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Will inadequate wiring suggest early obsolescence? 


@ Poor roofing and plumbing are obvious 
features that label a property a “bad risk’’ 
for financing. Inadequate wiring, although 
not always so obvious, counts for even 
more. 


for efficient manufacturing. For either or 
both — adequate electrical wiring must 
come first. 

Make sure of expansion capacity—peak 
efficiency from electrical circuits, service 
equipment. Now is the time to bring these 
important factors into the planning stage: 


Naturally you want to guard against 
early obsolescence—whether it’s a home or 


a factory. And of course you want to be 
able to take full advantage of all the elec- 
trical possibilities ahead ... from finger-tip 


your consulting engineer, electrical con- 
tractor, utility power engineer. 
Unwired planning will cost you a lot 


home conveniences to latest power devices 


“oe 
\NACONDA WIRE & CABLE COMPANY 


25 Broadway, New York 4 ... Sales Offices in Principal Cities 


more than planned wiring. ome 


KEY TO POSTWAR PROGRESS 


HELP BRING VICTORY SOONER . BUY MOR= WAR BONDS 
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These Units Ready for 
Quick Shipment—Now! 








HAT BANK of three Allis-Chalmers Dry-Type Trans. 
formers, below, assures better voltage regulation, lower 
line losses in a large west coast shipyard. 

The units are installed right next to the equipment they 
serve, yet they’re up . . . out of the way. A long run of 
heavy secondary copper was saved. Man-hours and money 
were saved . . . because fireproof vaults weren’t needed. 


CHECK THESE 
TRANSFORMER 
FEATURES: 


Smaller, Adaptable Size 


— permitting quick, easy 
changeover. 


Easy-To-Get-At connec- 


tions and knockouts; fast 
installation. 

Windings Separated by 
solid insulation — meet 
safety requirements for 
inside buildings. 

Coils Heavily Impregnated 
— rendering windings re- 
sistant to moisture. 

Wide Range of Sizes — 
1 to 500 kva, single and 
3-phase, with incoming 
voltages up to 15,000 v. 


einen a ana wis atten 


There is no insulating liquid to test, filter or change . . . 
saving on maintenance. And because these drip-free units 
go up anywhere — on posts, beams, platforms, etc, — 
valuable floor space is saved! 

Allis-Chalmers Dry-Type Transformers are ready for quick 
shipment now. For details, see our nearby district office. 
Or write, ALLIS-CHALMERS, MILWAUKEE 1, WISCONSIN. 
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